
Board of Assessors 
Town Hall 

730 Massachusetts Ave. 
Arlington, MA 02476 


Date: 9/30/2019 

Time: 5:30 PM 

Location: Assessors' Office conference room, 1st floor Town Hall 

Minutes: 

The meeting was called to order at 5:30 p.m. by Kevin Feeley. Robert Greeley 

seconded the motion, voted unanimously. 

Attendance; Kevin Feeley, Robert Greeley and Paul Tierney. 

• Robert Greeley motioned to approve the minutes from the September 23, 2019 
meeting. Kevin Feeley seconded the motion, voted unanimously. 

• Director Tierney informed the Board the timeframe for preliminary certification 
would be mid to late October. 

• Director Tierney informed the Board that the Assessors Office would be receiving 
a new server in the coming year. 

• Robert Greeley motioned to enter executive session at 5:45. Kevin Feeley 
seconded the motion, voted unanimously, move to executive session 

• Robert Greeley motioned to adjourn at 6:20. Kevin Feeley seconded the motion, 
voted unanimously. Meeting adjourned. 


